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Message Text 

UNCLASSIFIED 

PAGE 01 CARACA02427 092046Z 
ACTION COME-00 

INFO OCT-OI ARA-10 ISO-00 EB-08 /0I9W 

I00606Z 091659/12 

R0917I0ZMAR 77 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 6885 

UNCLAS CARACAS 2427 

E.O. 11652: N/A 
TAGS: BEXP, VE 

SUBJ: FIRE DETECTION AND ALARM SEMINAR 

REE: STATE 05902 

1. ASSOCIATION OF DISTRIBUTORS OF SECURITY AND ALARM SYSTEMS 
(ADESA) CONSISTS OF SEVEN COMPANIES REPRESENTING ROUGHLY FIETY 
U.S. MANUFACTURERS. PRESIDENT IS THOMAS KOPPEL. 

2. SIMULTANEOUS INTERPRETING SYSTEM IS INSTALLED IN SEMINAR 
ROOM AND INTERPRETERS HAVE BEEN CONTRACTED. 

3. EMBASSY UNABLE TO OBTAIN MORE CONCRETE DATA ON POSSIBLE 
TECHNICAL ASSISTANCE PROGRAM EOR GOV BEYOND LETTERS OF INTEREST 
RECEIVED FROM COVENIN AND CARACAS EIRE DEPARTMENT. SUCH REQUESTS 
USUALLY BECOME MORE CONCRETE AFTER PERSONAL MEETINGS AND DIS- 
CUSSIONS ON NEEDS AND EXPERTISE AVAILABLE TO COVER SUCH NEEDS. 

4. EMBASSY CONTINUES TO RECEIVE LETTERS AND CATALOGS FROM U.S. 

FIRMS WITH INTEREST IN PARTICIPATION AND IN LOCATING AGENTS. 

ALL ARE PASSED TO KOPPEL EOR FURTHER ACTION. 

ASENCIO 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 09-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1 977CARACA02427 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770082-0039 

Format: TEL 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770379/aaaacrlf.tel 

Line Count: 45 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: e7675ebb-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 5902 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 19-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3165645 
Secure: OPEN 
Status: NATIVE 

Subject: FIRE DETECTION AND ALARM SEMINAR 
TAGS: BEXP, VE 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/e7675ebb-c288-dd1 1 -92da-001 cc4696bcc 
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